E
Appendix H
289
with the material being stored, and that provisions be made to contain the product.
Section 6. Report of Spills and Leaks
Every person having knowledge of a spill, leak, or other loss of toxic or hazardous materials believed to be in excess of____________gallons shall immediately report the spill or loss of same to the board of health or other public safety official.
Section 7. Enforcement
(a)  The provisions of this bylaw shall be enforced by the board of health. The agent of the board of health may, according to law, enter upon any premises at any reasonable time to inspect for compliance.
(b)  Upon request of an agent of the board of health, the owner or operator of any premises at which toxic or hazardous materials are used or stored shall furnish all information required to enforce and monitor compliance with this bylaw, including a complete list of all chemicals, pesticides, fuels, and other toxic or hazardous materials used or stored on the premises, a description of measures taken to protect storage containers from vandalism, corrosion, and spillage, and the means of disposal of all toxic or hazardous wastes produced on the site. A sample of wastewater disposed to on-site septic systems, drywells, or sewage treatment systems may be required by the agent of the board of health.
(c)   All records pertaining to storage, removal, and disposal of toxic or.hazardous materials shall be retained by the owner or operator for no less than three years, and shall be made available for review upon request of the agent of the board of health.
(d)  Certification of conformance with the requirements of this bylaw by the board of health shall be required prior to issuance of construction and occupancy permits for any nonresidential uses,
Section 8. Violation
Written notice of any violation of this bylaw shall be given to the owner and operator by the agent of the board of health, specifying the nature of the violation; and corrective measures that must be undertaken, including containment and cleanup of discharged materials; and preventive measures required for avoiding future violations; and a schedule of compliance. Requirements specified in such a notice shall be reasonable in relation to the public health hazard involved and the difficulty of compliance. The cost of containment and cleanup shall be borne by the owner and operator of the premises.